BIRMINGHAM  MEETING  HOUSE 

Birmingham,  Pennsylvania 
Located  3  miles  south  of  West  Chester,  Pa.,  in 
Birmingham  Township.  Built  of  local  fieldstone  in 
1763.  Used  as  hospital  by  British  during  Battle  of 
Brandywine  in  1777.  Is  still  used  as  a  meeting 
house. 
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